197 Toll Gate Road 
1840 


Lyman Wilcox II (1818-1855) & Maria Bulkley (1820- 
1858) 


2018 Town of Berlin GIS Index. 


1840 current owner: Charles Davis 
Sketch 


Town of Berlin, CT 


Property Listing Report Map Block Lot 21-2-115-13C Account 1018090 


Valuation Summary —_ (Assessed value = 70% of Appraised Value) Sub Areas 


Buildings 135600 94900 Upper Story, Finished 780 


Improvements 


Land 127000 88900 Basement 


Shed Wd Res 


Shed Wd Res 


— ae 


Generator 8 UNITS 


Sales History 
Owner of Record Book/ Page Sale Date 


va 
3 
~ 
2. 
a 


Living Area (sq ft) 


780 


DAVIS CHARLES C 0648/0392 3/31/2011 


o 


DAVIS CHARLES C & PATRICIA F 170/ 490 9/29/1972 0 


Street Index 10 
Acreage 1 

Utilities Well,Septic 
Lot Setting/Desc 

Additional Info 


Primary Construction Details 


Year Built 


Stories 


Building Style 


Colonial 


Building Use Residential 


Building Condition 


Interior Floors 1 


Interior Floors 2 Carpet 


Whirlpool Tub 


Level 


Sketch 


4 Bedrooms 


Full Bathrooms 


Extra Fixtures 


Average 


Kitchen Style Average 


AsphiF Gis/Cmp 


Exterior Walls 


Wd Shingle 


Exterior Walls 2 


Interior Walls 


Interior Walls 2 


Heating Fuel Oil/Gas 


Fin Basement Area 


Fin BSMT Quality 


Fin BSMT Area 2 


